THOMAS  CIRCLE. 
This  shows  Washington's  first  underpass  and  is 
located  at  Thomas  Circle  and  14th  Street,  N.W., 
and  shows  the  statue  of  General  George  H.  Thomas 
as  well  as  the  National  City  Christian  Church. 
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